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Field  work  was  performed  on  March  16,  2017. 

Monroe  County  Surveyor's  Field  Book  48,  pages  78  and  79. 

Project  Name:  ClearCreek2017,  Field  work  by:  RSO,  Drawn  by:  RSO, 
Reviewed  by:  RSO  &  TER. 

Coordinates  shown  hereon  were  obtained  from  GPS  observations  utilizing  the 
Indiana  Real-Time  Network  (INCORS).  Indiana  West  Zone,  NAD83(2011) 
Epoch  2010.0000,  State  Plane  Grid  Coordinates,  US  Survey  Feet.  Geoid 
model  G2012BU7.  Datum  NAD83_NO_TRANS. 

Coordinate  data  for  CICr_A17,  lnCr_Y17  and  witness  tie  C  was  collected 
using  a  Topcon  Network  Rover  (PG-A1  antenna  and  GRS-1  data  collector). 
Bearings  provided  between  found  monuments  are  grid  north  (Indiana  State 
Plane  West  Zone).  Bearings  and  distances  to  witness  ties  A  and  B  were  not 
remeasured  and  are  shown  per  the  current  recovery  tie  drawing. 

Vicinity  sketch  was  compiled  per  2017  aerial  photography. 

This  monument  was  accepted  by  the  Monroe  County  Surveyor  Review  Board 
on  August  21, 2012.  We  collected  coordinates  on  the  known  monument  in 
preparation  for  an  upcoming  perpetuation  survey  in  the  area.  Historic 
research  has  not  yet  been  performed  to  prove  the  validity  of  this  monument. 
The  prior  Monument  Record  references  an  Eric  L.  Deckard  survey  performed 
for  Thrasher  in  2006,  on  file  in  the  Office  of  the  Monroe  County  Recorder  in 
Plat  Cabinet  S2,  envelope  61 . 


Section  24 
T07N-R02W 
Indian  Creek 

Section  19 
T07N-R01 W 
Clear  Creek 

Section  25 
T07N-R02W 
Indian  Creek 

Section  30 
T07N-R01 W 
Clear  Creek 

WITNESS  MONUMENT  TIES: 


5"x5"x2.5'  phone  riser; 

N17°E  2.15' 

4"  water  hydrant; 

S21°W  28.83' 

4"x4"  cut  limestone  with  no  markings 
found  flush  and  solid  in  the  ground, 
extending  at  least  6"  below  grade; 
N00°45'33"W  129.14' 


MONUMENT  ACCESSORIES: 

(#144)  lndianCreek_Y17 

Section  Corner  common  to  Sections  24 
&  25  -T07N-R02W  a  §"  rebar  with  Utt 
was  cap  found  flush; 

N  00°  44' 42"  W  129.92' 

OTHER  ACCESSORIES: 

There  is  a  wooden  fence  post  1 .9'  northwest 
of  the  pipe  with  a  Monroe  County  Surveyor 
Marker  sign  attached  facing  south,  3.5'  above 
grade. 

OTHER  OBSERVATIONS: 

The  pipe  is  0.7'  east  of  a  north/south  double 
woven  wire  fence,  —18'  west  of  the  west  edge 
of  the  gravel  drive  entrance  to  3223  W 
Thrasher  Road. 


^  Monument  Description:  1"  iron  pipe  with  remains  of  Graham  cap  found  0.7'  above  grade 
State  Plane  Grid  Coordinates:  Northing:  1374430.9',  Easting:  3097591.5' 
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Photos  were  taken  on  3/16/2017  with  an  iPhone  6s 
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MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 


Section:  19  Township:  7  North  Range:  1  West  Corner  ID:  Cl  Cr  A- 17 

Monument  Description  &  Remarks:  5/8"  Rebar  with  cap,  "GRAHAM".  Survey  Sign  3.5ft  above  ground 
on  post 

References  On  File:  Eric  L  Deckard  survey,  Thrasher  (2006),  on  file  in  Recorder  Office 
cabinet  S2  envelope  61 


I,  Kevin  P.  Enright,  Monroe  County  Surveyor,  hereby  certify  fcbjs  document  was  prepa^fj^nder  my 
direction  in  accordance  with  the  provisions  of  section  36-2-J^^|(WSi^hi^iana  Code;  ajbp^e^ata  is 

givenurjder  my  handard^ajdm^h  day  of  Septembe^OO^V . \  - 
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